AMENDMENT NO. 1 SEPTEMBER 2012 
TO 
IS 15715 : 2008 ROAD VEHICLES — COMPRESSED 
NATURAL GAS (CNG) FUEL SYSTEM COMPONENTS — 
CONDUIT (VENTILATION HOSE) 


(First cover page and page 1) — Substitute the following title for the 
existing: 
WRART AAP 
Use dea — aifsa urpfaae wa Rigas) sa4 
Wc b&b dew — Hsye (Mad Biv) 
Indian Standard 
ROAD VEHICLES — COMPRESSED NATURAL GAS 


(CNG)/LIQUEFIED PETROLEUM GAS (LPG) FUEL SYSTEM 
COMPONENTS — CONDUIT (VENTILATION HOSE) * 


(First cover page and page 1) — Substitute the words ‘hose/pipe’ for 
‘hose’ and wherever appears in the standard. 


(Foreword) — Insert the following at the end of second para: 


‘AIS 025: Safety and procedural requirements for type approval of LPG 
operated vehicles 


AIS 026: Code of practice for the use of LPG fuel in Internal combustion 
engine to power 4 wheeled vehicles and heavy motor vehicles 


AIS 027: Code of practice for the use of LPG fuel in Internal combustion 
engine to power 2 and 3 wheeled vehicles’ 


(Page 1, clause 1.1) — Substitute ‘CNG/LPG’ for ‘CNG’. 


(Page 1, clause 1.1.1) — Substitute ‘CNG/LPG’ for ‘CNG’ and 
‘compressed natural gas/liquefied petroleum gas’ for ‘compressed natural gas’. 


[Page 1, clause 1.1.2(d)] — Substitute ‘CNG/LPG’ for ‘CNG’. 
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Amend No. 1 to IS 15715 : 2008 


(Page 1, clause 1.1.3) — Substitute following for the existing clause: 
‘1.1.3 This standard is based upon a service pressure for compressed natural 
gas as a fuel at 20 MPa (200 bar) and liquefied petroleum gas as a fuel at 1 MPa 
(10 bar) settled at 15 C.’° 

(Page 2, clause 5) — Substitute the following for the existing: 


‘5 MARKING 


5.1 In case conduit (ventilation hose/pipe) is not permanently marked, then the 
package of conduit shall have tag/sticker with the following details: 


a) Manufacturer’s name, trade-mark or symbol; 
b) Part No. or unique identification mark; 

c) Size; and 
d) Batch number.’ 


[Page 2, clause 6(f)] — Substitute the following for the existing: 


‘f) Drawings with relevant dimensions and materials.’ 
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